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sues  EVENT  REPORT  NO.  109 


NTS  Event  "BILLET",  27  July  1976 


This  event  report  contains  seismic  data  fcrgjUthe  Special  Data  Collection 
System  (SDCS),  and  other  sources  for  the  event.  Published  epicenter 


information  from  seismic 

observations 

is:  ^ 

Long. 

"P"  Arrival 

Origin  Time 

Lat. 

M 

s 

NORSAR 

20:41:32.8 

20:30:07 

38.  IN 

115. 7W 

5.3 

N/A 

Hagfors 

20:41:41.0 

20:30:02 

38N 

117W 

5.7 

N/A 

Using  SDCS 

stations,  the 

epicenter  location  and  magnitudes 

become 

20:30:06.7 

37. 9N 

115. 7W 

5.0 

N/A 

The  Cumberland  Plateau  Seismic  Observatory  (CP-SO)  was  inoperative  for  this 
event. 


Short-period  signals  shown  in  this  report  were  recorded  at  RK-ON,  WH2YK,  FN- 
WV,  and  HN-ME.  Due  to  necessary  tight  filtering  to  extract  the  signal  from 
the  LP  coda  of  the  preceedlng  N.E.  China  event,  all  SDCS  data  were  retrieved 
from  the  analog  backup  system.  Filter  parameters  were:  high  cutoff  =40.0  Hz 
low  cutoff  =0.4  Hz,  both  at  a rate  of  24dB  per  octave.  Horizontal  channels 
were  rotated  when  that  data  was  recoverable.  NORSAR  and  Hagfors  data  were 
taken  from  their  bulletins. 

Long  period  data  for  this  event  was  unrecoverable  due  to  high  background. 

Scaling  factors  on  plots  are  millimicrons  at  1 Hz  (not  corrected  for  instru- 
ment response). 
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■■1 

27  Jul 

INPUT  FOR  EVENT 

27  Jul  76 

20:30: 

00.0  37.000N 

116.000W 

OKM. 

T 

ARRIVAL 

MAGNITUDE 

( 

STA. 

PHASE 

TIME 

INST  PER 

A/T 

MB  MS 

DIR_ 

DIST 

1 

RK-ON 

EP  20 

34  43.7 

SPZ  0.8 

673. 

5.56 

20.4 

',l 

WH2YK 

EP  20 

35  40.0 

SPZ  0.7 

32. 

4.60 

26.0 

i 

FN-WV 

EP  20 

36  00.4 

SPZ  0. 7 

17. 

4.53 

38.3 

X 

i 

i 

HN-ME 

EP  20 

37  08.2 

SPZ  0.7 

117. 

5.38 

35.9 

ORIGIN 

LAT. 

LONG. 

DEPTH  (KM) 

MAG 

SDV 

STA 

20:29:31.7 

37.489N 

115.897W 

0.  CALC 

5.03 

0.53 

4 

1 

20:30:06.7 

37.919N 

115.664W 

0.  REST 

5.02 

0.53 

4 

0 SEC 


27  JUL  76 

20: 35: 40..  0 


10  SEC 


0 SEC 


